PARSONS SINGLt fLOW TURBINE

DRAWINGS TO SAME SCALE
TURBINES EQUAL CAPACITY

WESTINGHOUSE  SINGLE  DOUBLE FLOW   TURBINE

Parsons single-flow and Westinghouse single-double-flow turbines.    Comparative

sizes; equal powers.